GG PRODUCT FEATURES Panasonic. 


TR-990C 
9" BLACK-AND-WHITE 
DIAGONAL CCTV MONITOR 


KEY FEATURES 


e Ideally suited to CCTV and other applications e Controls for contrast, brightness, 
that require a crisp, highly detailed picture horizontal/vertical hold, vertical size and 
e Unipotential design picture tube; 90° deflection linearity, and power on/off are located on the 
e Horizontal resolution of more than 700 lines front panel for easy access 
e Automatic termination e Rack-mountable using optional rack angle 
e BNC type in/out connectors brackets (TY-K930); standard EIA 19" racks 
e Commercial UL listings e 3 pronged power plug 


ARCHITECTS’ AND ENGINEERS’ BID SPECIFICATIONS 


The 9" diagonal black-and-white video monitor shall be a Panasonic TR-990C equal or better. 


This 9" diagonal black-and-white video monitor shall feature a horizontal resolution of more than 700 lines. A 
unipotential picutre tube with jet black background shall provide excellent contrast and sharp, highly detailed 
images. 


The monitor shall have BNC-type video input/output connectors with automatic termination. 


Located on the front panel shall be controls for contrast, brightness, horizontal and vertical hold, vertical size and 
linearity, and power on/off. 


Optional rack angle brackets shall make it possible to mount the unit on standard EIA 19" racks. Power source 
shall be 120VAC, 60Hz; and the unit shall be UL listed. 
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AL SPECIFICATIONS 


Panasonic. 


Model No. TR-990C 
Power Source 120VAC, 60Hz 
Power Consumption 28W (average) 
Picture Tube 9" diagonal, 90° deflection 
Video Input 1.0V p-p (composite) 75 ohms or 
high impedance 
Resolution 
Horizontal: More than 700 lines (center) 
Vertical: More than 350 lines 
Picture Linearity 
Horizontal: Better than 10% 
Vertical: Better than 7% 
Operating Temperature 32°F ~ 104°F (0°C ~ +40°C) 
Operating Humidity 20%-80% 
Dimensions 8'%e"H x 8'%6"W x 10%6"D 
(226 x 221 x 261mm) 
Weight 10% Ibs. (4.7kg) 
RACK-MOUNT INFORMATION 
Rack-Mount Accessory TY-K930 (optional) 
Rack Height (EIA) Units 5 units 
Dimensions 8%"H x 19"W x 9%s"D 


Weights and dimensions are approximate. 
Specifications are subject to change without notice. 


105/16" (261mm) —_—+ 
E 8116" (221mm) — 91316" (249mm) —— 


AUDIENS HONMA 
UUNVATELVVAUT OUT TTAC ETUC VU ESDEE EY 


= 


821/32" (220mm) 
815/16" (226mm) 


of] oao°o 
o 


MAHMANMMHINMANUNNNIN ING 


L 


130 


& White Monitors 


